From: 

Sent: 

To: 

Subject: 


Nickerson, John <John.Nickerson(a)umassmed.edu> 
Wednesday, September 21, 2011 10:24 AM 
Massif, Julianne (DPH) 

RE: drug lab office 


Julie 

It was not on our radar for this pass but I will look at it and see what we have to do to fix it. 
John 


From: Massif, Julianne (DPH) rmailtoiiulianne.nassifCgJstate.ma.usI 
Sent: Wednesday, September 21, 2011 10:07 AM 
To: Nickerson, John 
Subject: FW: drug lab office 


From: Massif, Julianne (DPH) 

Sent: Wednesday, September 21, 2011 10:06 AM 
To: 'Nickerson, John' 

Cc: O'Brien, Elisabeth (DPH) 

Subject: drug lab office 

Hi John, 

I’m not sure how I could have missed it, but there is a large area of damp, crumbling wall board in the Drug Lab 
Evidence office (room 354). It is on an exterior wall. Any chance we can get that taken care of? 

Julie 


juLLaiA^iAX Nflsslf 


Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 


617.983.6651 (voice) 617.983.6662 (fax) 
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